50      DOCKETED ITEMS

Q. Inspection reports, IE Bulletins & correspondence

9106110092 Forwards maint insp tree inadvertently omitted from insp repts 50-280/91-
03 & 50-281791-OS.W/o end.

GIBSON.A.F., JULIAN.CA Region 2 (Post 820201). 91/03/29. STEWART,W.L. Virgin-
ia Power (Virginia Electric & Power Co.). 3pp. 57997:291-57997:293.

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list enci.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106060143 Ack receipt of 910513 Itr responding to violations noted in Insp Repts 50-
280/91-06 & 50-281/91-06.

SINKULE.M.V. Region 2 (Post 820201). 91/05/21. STEWART,W.L. Virginia Power
(Virginia Electric & Power Co.). 2pp. 58002:355-58002:356.

9106110101 Forwards SALP rept for insp repts 50-280/91-08 & 50-281/91-08 during
period      900401-910330.Major     areas     inspected:plant     operations.radiological
controls.maint, surveillance.ernergency preparedness & security.
EBNETER.S.D. Region 2 (Post 820201). 91/05/23. STEWART,W.L Virginia Power
(Virginia Electric & Power Co.). 4pp. 57997:299-57997:334.

-9106110104 SALP repts 50-280/91-08 & 50-281/91-08 for period 900401-910330.
* Region 2 (Post 820201). 91/05/23. 31pp. 57997:304-57997:334.

9106050177 Forwards Technical Review Rept AEOD/T91-05, "Setpoint Testing of Pres-
surizer Safety Valves w/Water-Filled Loop Seals" to be used to draft final suppl to
Info Notice 89-090 which will close out issue.

NOVAK.T.M. Division of Safety Programs (Post 870413). 91/05/29. ROSSI.C.E. Divi-
sion of Operational Events Assessment (Post 870411). 1p. 58008:148-58008:160.

-9106050186 AEOD Technical Review Rept AEOD/T91-05, "Setpoint Testing of Pres-
surizer Safety Valves w/Water-Filled Loop Seals."

WEGNER.M. Office for Analysis & Evaluation of Operational Data, Director. 91/05/30.
10pp. 58008:151-58008:160.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York. Inc. 85pp. 58162:159-58162:244.

9106270077 Forwards NRC insp repts 50-280/91-10 & 50-281/91-10 on 910331-
0511.No violations noted.Cumulative review indicated decline in operator
performance.Problems associated w/lack of adequate administrative requirements
identified.

SINKULE.M.V. Region 2 (Post 820201). 91/06/10. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 3pp. 58223:075-58223:096.

-9106270082 Insp repts 50-280/91-10 & 50-281/91-10 on 910331-0511.No violations
noted.Major areas inspectedplant operations, maint & surveillance.
HOLLAND.W.E, YORK.J.W., TINGEN.S.G. Region 2 (Post 820201). 91/06/10. 19pp.
58223:078-58223:096.

R. Periodic operating reports & related correspondence

9106210165 Monthly operating repts for May 1991 for Surry Power Station Units 1 &
2.W/910617 Itr.

NEGRON.M.A., STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91 /OS/
31. 24pp. 58207:232-58207:255.

S. Reportable occurrences, LERs & related correspondence

9106100066 Confirms interpretation of regulation discussions re NRC notifications of
event per 10CFR50.72(b)(2)(vi),

BERKOW.H.N. PNO-ll-91-032:on 910611,facility shut down to conduct repairs for discon-
nected control rod.Problem verified by special test of rod.Head will be removed & rod
examined & repaired.
FREDRJCKSON.P. Region 2 (Post 820201). 91/06/11. 1p. 58224:042-58224:042.

9106190421 LER 91-004-00:on 910514,inadvertent overfilling of refueling water storage
tank occurred.Cause unknowaArchitect/Engineer consulted to review tank desiqn.W/
910613 Itr.

KANSLER.M.R.  Virginia Power (Virginia Electric &  Power Co.).  91/06/13.  4pp.
58209:131-58209:134.

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257-
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils
encl.Training session scheduled for in-house personnel.

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 8pp. 58213:214-58213:221.

Y. Dry Cask Independent Spent Fuel Storage Installations

9106270255 Forwards film produced by util, "Dry Cask Storage at Surry Power Station,"
W/o encl.

WAKEMAN,B.H. Virginia Power (Virginia Electric & Power Co.). 91/06/10. STURZ.F.
NRC - No Detailed Affiliation Given. 1 p. 58268:218-58268:218.

DOCKET 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9106060037 Forwards Rev 9 to security force training & qualification plan.eliminattng
hip-fire position for shotgun qualifications & increasing qualification std for point shoul-
der position.Rev withheld (ref 10CFR73.21).

PARKER.T.M. Northern States Power Co. 91/05/30. Document Control Branch (Doc-
ument Control Desk). 1p. 58001:349-58001:349.

9106110258 Requests addl info re review of instrumentation & control aspects of
901127 subrnittal, "Design Rept for Station Blackout/Electrical Safeguards Upgrade
Project."

M ASCI ANTONIO, A. Project Directorate 111-1. 91/06/06. PARKERJ.M. Northern States
Power Co. 6pp. 58098:221-58098:226.

P. Operating license stage documents & correspondence

9106070086 Forwards errata for amends 96 & 89 to licenses DPR-42 & DPR-60,respec-
tively.

M ASCI ANTONIO, A. Project Directorate 111-1. 91/05/29. PARKER.T.M. Northern States
Power Co. 3pp. 58016:168-58016:183.

-9106070094 Amends 96 & 89 to licenses DPR-42 & DPR-60,respectively, containing
text errors on page TS.6.2-7.
* Project Directorate 111-1. 91/05/29. 13pp. 58016:171-58016:183.

9106110238 Requests addl info re review of instrumentation & control aspects of
901127 submittal, "Design Rept for Station Blackout/Electrical Safeguards Upgrade
Project."

MASCIANTONIO.A. Project Directorate 111-1. 91/06/06. PARKER.T.M. Northern States
Power Co. 6pp. 58098:221-58098:226.

9106250088 Discusses 910604-05 NRC senior managers meeting re evaluation of nu-
clear safety performance of operating reactors.fuel facilities & other matls licensees,
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/18. ELIASON.LR.
Northern States Power Co. 3pp. 58205:323-58205:325.

9106240317 Forwards steam generator tube plugging & sleeving info for NRC staff.
PARKER.T.M. Northern States Power Co. 91/06/20. Document Control Branch (Doc-
ument Control Desk). 3pp. 58212:331-58212:333.

Q. Inspection reports, IE Bulletins & correspondence

9105090286 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106050106 Informs of closeout of NRC Bulletin 80-08. "Exam of Containment Liner
Penetration Welds," per 881205 Itr.

MASCIANTONIO.A. Project Directorate 111-1. 91/05/21. PARKER.T.M. Northern States
Power Co. 3pp. 57903:139-57903:141.

9106070231 Requests further relief from schedular requirements of Bulletin 89-002,
"Stress Corrosion Cracking of High-Hardness Type 410 Stainless Steel Internal Pre-
load Bolting in Anchor/ Darling Valves," for insp of Units 1 & 2 RHRP valves.
PARKER.T.M. Northern States Power Co. 91/05/30. Document Control Branch (Doc-
ument Control Desk). 3pp. 58039:126-58039:128.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106120183 Provides clarification of response to Suppl Number 79-01A to IE Bulletin
79-01, "Environ Qualification of Class 1E Equipment (Deficiencies in Environ Qualifica-
tion of ASCO Solenoid Valves)."

PARKER.T.M. Northern States Power Co. 91/06/07. Document Control Branch (Doc-
ument Control Desk). 2pp. 58109:182-58109:183.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244,

9106260325 Forwards nonproprietary WCAP-12876 & proprietary WCAP-12877, "Tech-
nical Justification for Eliminating Pressurizer Surge Line Rupture...," in response to
Action 1 .d of NRC Bulletin 88-011 .WCAP-12877 withheld (ref 1OCFR2.790(b)(4)),
PARKER.T.M. Northern States Power Co. 91/06/17. Document Control Branch (Doc-
ument Control Desk). 7pp. 58249:327-58250:054.

-9106260332 Nonproprietary "Technical Jusitification for Eliminating Pressurizer Surge
Line Rupture as Structural Design Basis for Praire Island Unit 1."
WITT,F.J.,  PALUSAMY.S.S. Westinghouse Electric Corp. WCAP-12876. 91/03/31,
70pp. 58249:334-58250:044.

.....___   forElimi-

Praire Island Unit

-9106260337 Requests that proprietary WCAP-12877, "Technical Justification
nating Pressurizer Surge Line Rupture as Structural Design Basis for Praire Is
1" be withheld (ref 10CFR2.790(b)(4)).
PIPIAZZA.R.P. Westinghouse Electric Corp. 91 /04/02. MURLEY.T. Document Control
Branch (Document Control Desk). 11 pp. 58250:045-58250:054.57 Forwards updated VEP-1-5A, "Operational QA Program Topical Rept."
